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The  goal  is  to  deal  with  the  infringements  expediently  and  fairly.  To  this  end,  the 
original  inspector,  if  still  in  the  Department  of  Building  Inspection,  will  follow  the 
case  through  to  the  Abatement  Appeals  Board  and  its  resolution.  The  Director  will 
seek  to  establish  a  method  of  encouraging  or  rewarding  inspectors  for  obtaining 
closure  on  the  cases. 
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Pursuant  to  Section  203(t).2  of  the  San  Francisco  Building  Code,  the  Director  of  Building 
Inspection  shall  serve  as  the  Secretary  of  the  Abatement  Appeals  Board  (AAB).  As  is 
traditional,  the  Director  shall  appoint  a  member  of  her/his  staff  to  serve  as  representative 
Secretary  to  the  Board  to  perform,  in  the  Director's  stead,  the  duties  of  coordinating  the 
functions  of  the  Abatement  Appeals  Board,  with  the  assistance  of  such  inspection  and 
clerical  staff  as  may  be  necessary  to  fully  inform  the  Board  of  the  Department  of  Building 
Inspection's  foundation  for  any  appealed  Order  of  Abatement  and  to  process  timely  all 
attendant  notifications  and  subsequent  determinations. 

The  following  temporary  procedural  guidelines—adopted  by  the  Building  Inspection 
Commission  [Resolution  No.  BIC-0042.95]  at  its  regular  meeting  on  March  7,  1995-will 
govern  the  conduct  of  the  Board's  business  as  provided  in  Section  203(t).l-8  of  the  San 
Francisco  Building  Code,  and  as  further  explained  in  the  Rules  and  Regulations  of  the 
Abatement  Appeals  Board  that  follow  these  guidelines,  until  such  time  as  the  City  Attorney 
approves  the  guidelines  as  to  form.  Refer  also  to  the  flowchart  of  procedures. 

B.        GENERAL  DISCUSSION 

In  order  to  speed  along  the  resolution  of  the  tremendous  backlog  of  cases,  the  Director  will 
develop  guidelines  for  reviewing  and  resolving  outstanding  cases,  including  but  not  limited 
to  the  following.  These  guidelines  will  be  published  and  sent  to  all  of  the  appellants,  owner 
of  record,  complainant  if  known,  and  building  tenants: 

The  goal  is  to  deal  with  the  infringements  expediently  and  fairly.  To  this  end,  the 
original  inspector,  if  still  in  the  Department  of  Building  Inspection,  will  follow  the 
case  through  to  the  Abatement  Appeals  Board  and  its  resolution.  The  Director  will 
seek  to  establish  a  method  of  encouraging  or  rewarding  inspectors  for  obtaining 
closure  on  the  cases. 


After  the  initial  report,  the  inspector  will  identify  which  code  items  are  blatant  (such 
as  construction  without  a  permit,  faulty  electrical  or  gas  service,  etc.)  The  Director 
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will  take  action  on  these  immediately  by  posting  a  notice  that  the  Department  will 
make  the  repairs  and  bill  the  owner  if  work  is  not  performed  by  a  given  date. 

If  the  appellant  still  avoids  correcting  the  problem,  and  submits  the  matter  to  the 
Abatement  Appeals  Board,  then  the  appellant,  if  financially  able,  must  submit  a  letter 
explaining  the  reason  for  the  appeal  and  complete  a  form  supplied  by  the  Department. 

The  goal  is  to  do  as  much  as  possible  to  avoid  the  need  for  rulings  by  the  Abatement 
Appeals  Board.  Ideally,  the  staff  and  the  Director  will  be  empowered  to  make 
decisions  which  enforce  the  code  similar  to  the  manner  in  which  they  operate  during 
construction  projects.  In  other  words,  they  need  a  carrot  and  a  stick:  during 
construction  projects,  the  carrot  is  the  Occupancy  Permit,  and  the  stick  is  the  ability 
to  keep  adding  violations  if  the  project  sponsor  fails  to  respond  in  a  reasonable 
manner. 

In  general,  the  Abatement  Appeals  Board  will  avoid  continuing  cases  by  having  the 
homework  described  above  done  in  advance.  For  example,  it  will  not  have  to  argue 
about  whether  or  not  to  release  appellants  from  code  requirements  at  the  public 
hearing,  because  the  Abatement  Appeals  Board  and  the  Building  Inspection 
Commission  do  not  have  the  authority  to  waive  code  requirements,  only  to  rule  on 
items  which  are  ambiguous  (e.g.,  as  what  code  was  in  effect  at  the  time  of  the 
inspection). 

C         FILING  AND  NOTIFICATION  OF  APPEALS 

1 .  The  appellant  shall  complete  the  "Questionnaire  for  Appeal  Form"  supplied  by 
the  Department,  attach  supporting  documentation,  and  pay  all  fees. 

2.  The  representative  Secretary  to  the  Abatement  Appeals  Board  shall  review  all 
appeals  prior  to  accepting  them.  The  appellant  will  be  advised  as  to  what 
issues  are  subject  to  separate  review  by  the  Board  of  Examiners,  Access 
Appeals  Commission,  or  Board  of  Permit  Appeals,  prior  to  filing  with  the 
Abatement  Appeals  Board. 

a.  If  code  rulings  are  required  by  the  Board  of  Examiners  in  order  for  the 
Abatement  Appeals  Board  to  rule,  then  the  appellant  shall  apply  to  (and 
pay  fees  set  by)  the  Board  of  Examiners  about  the  specific  issue(s) 
within  their  purview.  Attach  a  copy  of  receipt  as  proof  of  filing. 
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b.  If  rulings  are  required  by  the  Access  Appeals  Commission  in  order  for 
the  Abatement  Appeals  Board  to  rule,  then  the  appellant  shall  apply  to 
(and  pay  fees  set  by)  the  Access  Appeals  Commission  about  specific 
issues  within  their  purview.  Attach  a  copy  of  receipt  as  proof  of  filing. 

3.  When  accepted  for  filing,  the  appellant,  owner  of  record,  complainant  (if 
known)  and  building  tenants  shall  be  notified  in  writing  of  all  hearings. 

D         DEPARTMENTAL     PREPARATION     FOR     ABATEMENT     APPEALS 
HEARINGS 

1 .  The  Housing  Manager  shall  be  responsible  for  preparing  all  housing  related 
cases.  The  Building  Inspection  Manager  shall  be  responsible  for  preparing  all 
other  building/construction  (building,  electrical,  plumbing)  related  cases.  All 
case  files  will  then  be  forwarded  to  the  Secretary  at  least  ten  working  days 
before  the  scheduled  hearing  date.  (See  also  D3) 

2.  The  original  inspector  or  Departmental  staff  assigned  to  present  the  case  to  the 
Abatement  Appeals  Board  shall  make  a  site  inspection  within  thirty  days  of 
hearing  date,  perform  the  necessary  research  and  make  a  written 
recommendation  to  the  Abatement  Appeals  Board,  via  the  Director.  The 
owner  is  responsible  to  pay  for  this  site  inspection  (reinspection  fee,  San 
Francisco  Building  Code  Section  305(f)(g). 

3.  The  Secretary  will  prepare  the  case  files  and  forward  summary  materials  on 
each  case  to  all  Abatement  Appeals  Board  members  at  least  five  working  days 
before  the  scheduled  hearing  date. 

E         HEARING  PROCEDURES  AND  CONDUCT 

1 .  At  the  hearing,  a  Department  staff  will  give  a  history  of  the  case  and  will  read 
into  the  record  any  written  testimony  from  the  City  or  from  other  interested 
people  or  groups. 

2.  The  appellant  and  anyone  else  present  to  speak  on  the  issue,  will  then  be  given 
the  opportunity  to  speak  for  no  more  than  3  minutes  each.  Questions  from 
Commissioners  will  be  held  until  after  the  public  speaks. 
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3.  The  Secretary  will  read  the  Department's  recommendation  and  will  advise  the 
Board  of  their  options,  i.e.,  grant  appeal,  deny  appeal,  reverse  Director's  Order, 
add  more  time  to  order,  give  lifetime  moratorium,  etc. 

4.  The  Abatement  Appeals  Board  will  render  an  oral  decision  at  the  hearing  if 
there  is  a  majority  vote.  A  tie  or  no  majority  will  result  in  denying  the  appeal. 
The  Secretary  will  then  prepare  a  written  description  of  the  Abatement 
Appeals  Board's  ruling.  This  written  decision  will  be  binding.  The  Secretary 
shall  properly  notify  all  necessary  parties  of  the  decision  in  writing. 

F         DEPARTMENT    FOLLOW-THROUGH    AND    REFERRALS    TO    THE 
BUILDING  INSPECTION  COMMISSION  AND  THE  CITY  ATTORNEY 

1 .  Thereafter,  the  Director  will  use  all  available  means  to  enforce  the  Abatement 
Appeals  Board's  decision. 

2.  If  the  owner  still  refuses  to  comply,  the  inspector  will  list  the  order  of  priority 
of  the  code  violations,  subject  to  the  approval  of  the  Director.  The  Director 
will  present  the  proposal  to  the  Building  Inspection  Commission  which  will 
make  the  final  determination  of  the  order  of  priority.  If  no  other  resolution  can 
be  achieved,  the  case  will  be  forwarded  to  the  City  Attorney. 

3.  The  Abatement  Appeals  Board  and  the  Department  are  charged  with  doing 
everything  within  their  power  to  enforce  the  code  quickly  and  fairly  for  the 
good  of  owners,  tenants,  and  the  Department  staff. 

Especially  important  in  this  process  is  the  concept  that  the  inspectors  will  be 
recognized  or  rewarded  in  some  way  for  achieving  resolution  of  cases  within 
two  months  of  first  becoming  aware  of  the  code  violations  or  receiving  a 
complaint. 
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San  Francisco  Building  Code,  Section  203  (s)  provides  as  follows: 

'...The  Abatement  Appeals  Board  shall  have  the  power  to  hear  and  decide  appeals  from  orders  of  abatement  after 
a  public  hearing  by  the  Director  of  Building  Inspection  made  pursuant  to  Sections  203  (f)  and  203  (1).  and  to  hear  direct 
appeals  as  set  forth  in  Section  203  (b). 

The  Abatement  Appeals  Board  may  uphold,  modify  or  reverse  such  orders,  provided  that  the  public  health,  safety  and 
welfare  are  secured  most  nearly  in  accordance  with  the  intent  and  purpose  of  this  code  and  the  Housing  Code. 

The  Abatement  Appeals  Board  may  also  hear  appeals  from  property  owners  who  believe  the  Director  is  not  reasonable 
in  notifying  the  State  Franchise  Tax  Board  that  their  rental  residential  property  is  in  non-compliance  with  this  code 
pursuant  to  Section  17299  and  24436.5  of  the  Revenue  and  Taxation  Code  of  the  State  of  California..." 

;e  answer  the  following  questions.    Print  legibly. 

Your  relationship  to  the  property  involved  (owner,  owner's  agent,  contractor,  etc.): 


When  was  the  work  done?    jl. 
Who  did  the  work?  


Were  you  or  the  present  owner  in  ownership  or  possession  when  work  was  performed?   If  no,  explain  (i.e.,  date  property 
purchased  and  approximate  time  when  work  was  performed):  


What  was  the  extent  of  the  work  performed?   How  much  remains  to  be  done? 


What  is  your  occupation?   If  retired,  what  was  your  occupation?   If  you  are  a  co-owner,  list  all  other  co-owners  and  their 
occupations.   


Do  you  own  other  properties  in  San  Francisco? 


If  yes,  do  any  of  these  properties  have  orders  of  abatement? 
Have  you  owned  property  in  San  Francisco  before?  


Were  you  aware  of  the  permit  requirements  for  this  work? 


Was  one  of  your  employees  negligent  in  regard  to  this  permit  application? 


What  other  permits  have  you  been  granted  by  the  City? 


What  other  facts  do  you  want  the  Board  to  consider? 


(Continue  on  the  back  of  this  sheet  it  you  need  more  space.) 


is  under  penalty  of  perjury  and  the  laws  of  the  State  of  California  that  the  foregoing  is  true  and  correct. 

impleted:   Signature: 

Print  Name:   


ist.irm)  Title  (owner,  contractor,  etc.): 
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Appeal  Denied 
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►     Case  Referred  to  Commission 


Order  Reversed 
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When  requested  to  do  so  by  any  party  or  parties  in  writing,  the  reporter  must, 
within  a  reasonable  time  after  the  request  has  been  made,  transcribe  such  specific 
portions  as  may  be  requested  and  certify  to  the  same  as  being  correctly  reported  and 
transcribed  The  fee  for  such  transcription  shall  be  at  the  expense  of  the  party 
requesting  the  transcript  and  the  fee  shall  be  as  prescribed  by  Government  Code 
Section  69950. 

105JL8  Decisions  by  resolution.  Every  decision  and  recommendation  of  the  commis- 
sion shall  be  by  resolution,  which  shall  be  retained  as  part  of  the  commission's  official 
records.  A  copy  shall  be  mailed  to  the  appellant. 

105.2.9  Building  Inspection  Fund.  All  fees  collected  pursuant  to  Section  107  and 
1 10  —  Access  Appeals  Commission  Filing  Fee  —  shall  be  deposited  into  a  special 
Building  Inspection  Fund  established  by  the  City  Controller  pursuant  to  Section 
10.117-78  of  the  San  Francisco  Administrative  Code.  Funds  from  this  special  fund 
shall  be  used  by  the  Department,  subject  to  the  approval  of  the  Director  and  the 
Building  Inspection  Commission,  to  defray  the  costs  incurred  for  personnel,  supplies, 
and  equipment  in  hearing  and  deciding  the  appeals  brought  pursuant  to  Section  105.2 
of  this  code,  and  maintaining  records  and  disseminating  information  concerning  said 
appeals. 

105.2. 1 0  Waiver  of  fee.  An  exemption  from  paying  the  Access  Appeals  Commission 
Filing  Fee  specified  in  Section  1 10,  Table  1-K,  may  be  granted  upon  the  appellant's 
filing  with  the  department  a  declaration  of  indigence  under  penalty  of  perjury.  The 
declaration  shall  be  made  on  a  form  provided  by  the  department  and  shall  be  accompa- 
nied by  such  documentary  proof  as  the  Director  shall  require. 

1053  Abatement  Appeals  Board. 

1053.1  Establishment  There  is  hereby  established  an  Abatement  Appeals  Board, 
consisting  of  the  seven  members  of  the  Building  Inspection  Commission,  who  pass 
upon  matters  pertaining  to  housing,  building  and  construction.  The  word  "Board" 
whenever  used  in  Sections  105.3  through  105.3.10  shall  mean  the  Abatement  Appeals 
Board. 

1053.2  Membership.  Members  of  the  Abatement  Appeals  Board  shall  be  the 
Building  Inspection  Commission  appointed  as  prescribed  by  City  Charter. 

The  Director  or  designee  shall  act  as  Secretary  to  the  Abatement  Appeals  Board. 

10533  Powers.  The  Board  shall  have  the  power  to  hear  and  decide  appeals  from 
orders  of  abatement  after  public  hearing  by  the  Director  of  Building  Inspection  made 
pursuant  to  Sections  102.6  and  102.9,  and  to  hear  direct  appeals  as  set  forth  in  Section 
103.3,  excepting  cases,  involving  disabled  access  and  adaptability  which  shall  be  heard 
by  the  Access  Appeals  Commission  pursuant  to  Section  105.2.  See  Section  110, 
Table  1-K  —  Abatement  Appeals  Board  Hearing,  Filing  Fee  —  for  applicable  fee. 

The  Board  may  uphold,  modify  or  reverse  such  orders,  provided  that  the  public 
health,  safety  and  public  welfare  are  secured  most  nearly  in  accordance  with  the  intent 
and  purpose  of  this  code  and  the  Housing  Code. 

The  Board  may  also  hear  appeals  from  property  owners  who  believe  the  Director 
is  not  reasonable  in  notifying  the  State  Franchise  Tax  Board  that  their  rental  residential 
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property  is  in  non-compliance  with  this  code  pursuant  to  Section  17299  and  24436.5 
of  the  Revenue  and  Taxation  Code  of  the  State  of  California. 

1053.4  Procedure.  The  Board  shall  establish  reasonable  rules  and  regulations  for 
its  own  procedures  consistent  with  the  provision  of  this  code  and  the  City  Charter.  The 
Board,  by  majority  vote,  shall  choose  its  officers  which  shall  consist  of  the  President, 
Vice  President  and  Secretary. 

105.3.5  Quorum.  Four  members  of  the  Abatement  Appeals  Board  shall  constitute 
a  quorum.  Any  action  of  the  Board  shall  require  thfc4  concurrence  of  four  members. 
No  member  of  the  Board  shall  pass  upon  any  case  in  which  the  member,  or  any 
company  or  corporation  of  which  the  member  is  a  shareholder  or  holds  an  interest 

105.3.6  Hearings.  All  hearings  of  the  Abatement  Appeals  Board  shall  be  public 
hearings.  Within  10  days  after  the  Sling  of  the  appeal,  the  Abatement  Appeals  Board 
shall  fix  the  time  and  place  of  a  hearing  thereon.  Such  hearing  shall  be  open  and 
public  and  the  time  thereof  shall  not  be  more  than  30  days  after  fixing  the  time  and 
place  of  the  hearing.  The  notice  of  the  hearing  of  such  appeal  shall  be  posted  in  a 
conspicuous  place  in  or  upon  the  premises  and  served  upon  the  appellant  at  least  10 
days  prior  to  the  time  set  for  the  hearing.  Once  an  appeal  is  filed,  the  order  of  the 
Director  shall  be  stayed  until  a  decision  is  rendered. 

For  good  cause  shown,  a  hearing  may  be  continued  once  by  the  Abatement  Appeals 
Board,  except  that  any  such  continuance  shall  not  exceed  60  days  and  there  shall  be 
only  one  such  continuance  allowed. 

1053.7  Rehearing.  The  Board  may  rehear  an  appeal  upon  which  a  decision  has  been 
rendered,  provided  a  request  for  a  rehearing  has  been  made  in  writing  within  10  days 
of  the  date  of  the  decision. 

1053.8  Findings  and  decisions.  The  Board  shall  issue  its  findings  and  decisions  no 
later  than  10  days  after  the  conclusion  of  the  hearing  and  such  findings  and  decisions 
shall  within  five  days  thereafter  be  posted  in  a  conspicuous  place  in  or  upon  the 
premises  and  served  on  the  appellant  and  the  Director  of  Building  Inspection. 

1053.8.1  Failure.  In  the  event  the  appellant  fails  to  appear  at  the  hearing  or  if  the 
Board  fails  to  issue  its  findings  and  decisions  within  the  time  set  forth  above,  or  denies 
the  appeal,  the  order  of  the  Director  of  Building  Inspection  shall  be  immediately 
effective  from  the  date  the  order  was  issued. 

EXCEPTION:  Except  in  cases  of  lack  of  quorum,  failure  of  the  Board  to  meet  any  of  the 
time  periods  specified  herein  shall  result  in  the  Director's  order  taking  effect  immediately. 

1053.8.2  Hazards.  In  any  appeal  where  the  Board  finds  that  there  exists  in,  on,  or 
near  any  premises,  building  or  structure,  any  condition  constituting  an  imminent  and 
substantial  hazard  to  the  life,  health,  or  safety  of  any  occupant  thereof  or  other  person, 
any  decision  of  the  Board  modifying  the  order  of  the  Director  must  provide  that  work 
to  repair  each  such  hazard  commence  within  30  days  and  be  completed  within  90  days 
after  service  of  such  decision.  With  respect  to  other  violations  which  are  not  found 
by  the  Board  to  constitute  such  a  hazard,  any  decision  of  the  Board  modifying  the 
order  of  the  Director  must  provide  that  the  work  or  repair  of  such  violations  com- 
mence within  60  days  and  be  completed  within  a  reasonable  time  not  to  exceed  18 
months. 
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105.3.8JJ  Financial  hardship.  In  any  case  of  extreme  financial  hardship,  the  Board 
may  grant  a  moratorium  to  correct  conditions  which  are  not  imminent  and  substantial 
hazards.  Such  a  moratorium  shall  be  granted  only  to  an  owner  occupant  of  a  single- 
or  two-family  dwelling  where  all  such  hazards,  as  found  by  the  Director,  have  been 
corrected.  The  decision  of  the  Board  in  any  case  in  which  a  moratorium  has  been 
granted,  as  set  forth  above,  shall  contain  the  duration  of  the  moratorium,  and  the 
conditions  for  its  termination.  A  copy  of  the  decision  granting  a  moratorium  shall  be 
recorded  in  the  office  of  the  Recorder  of  the  City  and  County  of  San  Francisco. 

105.3.8.4  Moratorium.  Notwithstanding  the  provisions  of  this  code  and  the  San 
Francisco  Housing  Code,  the  Abatement  Appeals  Board,  upon  the  written  appeal  of 
any  person,  may  grant  a  moratorium  from  enforcement  of  a  Director's  order  made 
pursuant  to  Section  102.6  of  this  code  for  the  property  which  is  the  subject  of  the 
order  in  order  to  prevent  displacement  of  low  and  moderate  income  persons  from 
affordable  housing,  if  the  Board  finds  that: 

1.  The  Director's  order  from  which  the  appeal  is  taken  was  issued  after  April  1, 
1986;  and 

2.  The  property  is  a  Group  R,  Division  1  (R-l)  building  as  defined  in  Section  3 10. 1 
of  the  Building  Code;  and 

3.  The  building  was  constructed  prior  to  January  1,  1956;  and 

4.  The  condition  does  not  constitute  a  life  hazard  or  a  fire  hazard  as  defined  in 
Chapter  2  of  the  Building  Code;  and 

5.  The  condition  does  not  violate  the  San  Francisco  Fire  Code  or  any  code  other 
than  the  Building  and  Housing  Codes;  and 

6.  The  condition  does  not  affect  adequate  egress  from  the  building;  and 

7.  The  condition  does  not  endanger  the  life,  limb,  health,  property,  safety,  or 
welfare  of  the  public  or  the  occupants  of  the  building;  and 

8.  50%  or  more  of  the  households  living  in  the  building  are  paying  annual  rent 
equal  to  or  less  than  30%  of  the  annual  of  low  and  moderate  income  as  defined  in 
Section  104.5  of  the  Building  Code;  and 

9.  The  abatement  of  the  condition  will  have  a  reasonable  probability  of  resulting 
in  the  displacement  of  occupants  who  are  of  low  and  moderate  income  as  defined  in 
Section  104.5  of  the  Building  Code. 

1053.85  Findings,  copy  of.  The  Board  shall  serve  the  property  owner,  and  the 
person  requesting  the  moratorium  if  other  than  the  property  owner,  by  sending  a  copy 
of  its  findings  and  decision  by  certified  mail  to  such  persons  at  their  last  known 
address.  A  copy  of  the  findings  and  the  decision  granting  a  moratorium  shall  be 
recorded  in  the  office  of  the  Recorder  of  the  City  and  County  of  San  Francisco. 

1053.8.6  Moratorium  term.  The  maximum  term  of  the  moratorium  shall  be  10  years 
from  the  date  the  Board's  findings  and  decision  are  served  on  the  Director  of  Public 
Works.  At  any  time  during  the  pendency  of  a  moratorium  under  this  section,  any 
person,  including  the  Director,  may  request  that  the  Abatement  Appeals  Board  extend 
the  moratorium  for  one  or  more  five-year  periods  by  filing  a  written  request  with  the 
Secretary  of  the  Board.  The  Board  shall  hold  a  public  hearing  on  the  request  and  issue 
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separate  findings  and  a  decision.  Any  request  for  an  extension  of  the  moratorium  shall 
be  subject  to  the  notice  and  hearing  procedures  of  this  subsection.  In  order  to  extend 
the  moratorium,  the  Abatement  Appeals  Board  must  make  the  nine  findings  above. 

105.3.8.7  Rescind  moratorium.  At  any  time  during  the  pendency  of  a  moratorium 
under  this  section,  any  person,  including  the  Director,  may  request  that  the  Abatement 
Appeals  Board  rescind  the  moratorium  by  filing  a  written  request  with  the  Secretary 
of  the  Board.  The  Board  shall  hold  a  public  hearing  on  the  request  and  issue  separate 
findings  and  a  decision.  Any  request  for  a  recision  of  the  moratorium  shall  be  subject 
to  the  notice  and  hearing  procedures  of  this  subsection. 

1053.8.8  Violations  listed.  The  moratorium  shall  apply  only  to  those  code  violations 
expressly  listed  therein.  All  other  violations  which  exist  and  are  not  so  listed  in  die 
findings  and  decision  granting  the  moratorium  shall  be  abated. 

105.3.8.9  Duration.  Once  the  Board's  order  granting  a  moratorium  is  issued,  the 
building  is  no  longer  considered  a  nuisance  or  a  substandard  building  for  the  duration 
of  the  moratorium  with  respect  to  those  code  violations  expressly  listed  in  the  Board's 
findings  and  decision. 

105 3.9  Failure  to  comply.  Upon  the  failure  of  any  owner  to  comply  with  the  order 
of  the  Director  or  the  Abatement  Appeals  Board,  the  matter  shall  be  referred  within 
five  days  to  law  enforcement  authorities  of  the  City  and  County  of  San  Francisco  for 
appropriate  legal  action. 

105 .3.10  Compensation.  The  members  of  the  Abatement  Appeals  Board  shall  serve 
without  compensation. 

105.4   Board  of  Examiners. 

105.4.1  Establishment  There  is  hereby  created  a  Board  of  Examiners  consisting  of 
six  members  who  are  qualified  by  experience  and  training  to  pass  upon  matters 
pertaining  to  building  design  and  construction.  The  word  "Board"  whenever  used  in 
Sections  105.4  through  105.4.8  means  Board  of  Examiners.  Its  functions  shall  be: 

1.  To  determine  whether  specific  new  materials,  new  methods  and  types  of 
construction  comply  with  the  standards  of  safety  established  by  this  code;  and  to 
recommend  the  approval  or  disapproval  of  such  new  materials,  new  methods  and  types 
of  construction. 

2.  To  determine  whether  variances  from  the  requirements  of  this  code  should  be 
approved  for  specific  cases  where  new  materials,  new  methods  and  types  of  construc- 
tion are  not  involved,  and  where  the  enforcement  of  compliance  therewith  should  result 
in  unreasonable  hardship:" 

3.  To  determine  reasonable  interpretations  of  the  provisions  of  this  code. 

4.  To  hear  appeals  from  the  condemnation  or  abatement  order  of  the  Director 
involving  construction  methods,  assemblies  or  materials  or  where  safety  is  involved. 
A  copy  of  the  findings  of  the  Board  of  Examiners  shall  be  forwarded  to  the  Abatement 
Appeals  Board. 

105.4.2  Definition.  The  term  "standard  of  safety,"  as  used  in  this  section,  shall  mean 
the  general  degree  of  safety  conforming  to  the  provisions  of  this  code  as  required  to 
safeguard  life  or  limb,  health  and  public  welfare. 
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